25. CHARLES ENNIS
HOUSE 1921-2
A detail of one of the
Hollywood blockhouses.
A system of reinforced
concrete precast block
construction, of which
there are five in Cali-
fornia

26. THE MILLARD
HOUSE (1923) is a
typical example of the
block house